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Message Text 


PASS: HEW/EHRLICH, DR. PAUL 

E.O. 11652: N/A 
TAGS: TGEN, UK 

SUB: ENQUIRIES REGARDING HEALTH CARE PRACTICES 

1 . DR. A.L. MILLER. COURTAULD INSTITUTE OF BIOCHEMIST- 
RY, MIDDLESEX HOSPITAL (THE LEADING TEACHING HOSPITAL 
OF THE UNIVERSITY OF LONDON MEDICAL SCHOOL). TELEPHONE: 
636-8333, EXT. 7143, IS SEEKING APPROPRIATE US CONTACTS 
FOR PLANNED INVESTIGATION OF CERTAIN US HOSPITAL CARE 
PRACTICES WITH POTENTIAL APPLICABILITY IN UK. 


2. FIRST TOPIC HAS TO DO WITH USE OF NURSING STAFF 
FOR SUPERVISION AND MONITORING OF INTRAVENOUS FEEDING 
AND MEDICATION, PARTICULARLY THE POSSIBILITY OF 
CENTRALIZED SUPERVISION OF FLUID BALANCES, ETC., 

FOR PATIENTS UNDER INTRAVENOUS PROCEDURES. 


3. SECOND TOPIC IS EXPERIENCE WITH SHORT STAY (DAY) 
WARDS TO PERMIT INTENSIVE EXAMINATION OF OUT-PATIENTS 
UNDER DIAGNOSIS. 


4. CAN YOU COMMENT ON EXTENT OF US USAGE OF THESE OR 
RELATED HOSPITAL PRACTICES AND SUGGEST APPROPRIATE 
INDIVIDUALS THAT MIGHT BE VISITED FOR IN DEPTH 
DISCUSSION. PLEASE ADVISE SCICOUNS FOR TRANSMITTAL 
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TO DR. MILLER. 


BREWSTER 
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